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Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS : 4295-1983 



Indian Standard 

SPECIFICATION FOR 
LOCKING DOGS (CATCHES) WITH SPRINGS 

( First Revision ) 



1. Scope — Covers dimensions and material requirements for locking dogs ( catches ) and the springs 
to be used with them. 

1.1 Application for locking dog with spring for fixing jig plate and different methods of providing 
lugs to fix locking dogs have been shown at Appendix A. 

2. Dimensions 
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10 EFFECTIVE COILS 

LOCKING DOG SPRING 

All dimensions in millimetres. 
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Note — Dimensional deviation for untoleranced dimensions shall be Medium Class in accordance with IS : 2102 
(Parti )-1980 'General tolerances for dimensions and form and position : Parti General tolerances for linear and 
angular dimensions ( second revision ) '. 

3. Designation — A locking dog having length /i = 60 mm shall be designated as : 

LOCKING DOG 60 IS : 4295 
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4. Material and Hardness 

4.1 Locking Dogs — Steel conforming to IS : 4432-1967 'Specification for case hardening steel', 
hardened to a hardness of 680 HV, Min. 

4.2 Spring to be Used With Locking Dogs — Spring steel conforming to IS : 4454 (Part 1)-1975 
' Specification for steel wires for cold formed springs : Part I Patented and cold drawn steel wires — 
unalloyed ( first revision ) '. 

5. Finish — The locking dogs shall be free from cracks, pits and other defects. 

6. Preservation and Packing — Locking dogs shall be given a suitable anticorrosive surface treat- 
ment at the time of despatch and shall be packed in accordance with best trade practice. 

7. Marking — The locking dogs shall be marked at an appropriate place with the length and the 
manufacturer's name or trade-mark. 

7.1 Certification Marking — Details available with the Bureau of Indian Standards. 



APPENDIX A 

{Clause 1.1) 

A-1. Application of Locking Dog with Spring for Fixing Jig Plate 
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All dimensions in millimetres. 
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AMENDMENT NO. 2 AUGUST 1996 

TO 

IS 4295 : 1983 SPECIFICATION FOR LOCKING 

DOGS ( CATCHES ) WITH SPRINGS 

( First Revision ) 

( Page 2, clause 4.1 ) — Substitute the following for the existing clause: 

"4.1 Locking dogs — Steel conforming to IS 4432 : 1988 'Specification for 
case hardening steels (first revision )' hardened to a hardness of 680 HV, Min V 



( PE 02 ) 
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AHENOMENT MO. 1 JULY 1988 

TO 

IS: 4295- 1983 SPECIFICATION FOR LOCKING DOGS 
(CATCHES) WITH SPRINGS 

( First Revision ) 

( Page 2, clause 4.1) - Substitute the following 
for the existing clause: 

"4.1 Locking Dogs - Steel conforming to 
IS:4432~1967 'Specif ication for case hardening 
steel*. Nose of catch hardened , as bounded by chain 

dotted line ( ) ( see Fig, in 2), to have 

a minimum hardness of 680 HVT 

(EDC 11) Reprography Unit, BIS : New Delhi, India 
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A-2. Different Methods of Providing Lugs to Fix Locking Dogs 





EXPLANATORY NOTE 

This standard was first issued in 1967 and was based on DIN 6310-1931. Consequent upon 
the revision of DIN 6310 and experience gained in implementation of the standard, the committee 
responsible for the preparation of this standard decided to revise the same. 

In this revision, the following changes have been incorporated : 

a) The length A — 45 which was included in the earlier version of the Indian Standard and is 
also included in DIN 6310-1969, has been replaced by /i = 50. 

b) An application example for locking dogs and different methods of providing lugs to fix the 
locking dogs have been included. 

While preparing this standard, assistance has been derived from DIN 6310-1969 ' Spring loaded 
catch for jigs ', issued by the Deutsches Institut fur Normung (DIN). 
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